Chicago Pneumatic Tool Company - 


C262 | 
maintained a facility in Philadelphia, PA which used 
Chuck Spaulding (#2355) perfin pattern C262. This is addition to the data in 
the supplementary data section of The Catalog of 
The illustrated cover shows that the Chicago United States Perfins which lists a Precancel from 
Pneumatic Tool Company of Cincinnati, OH also New York, NY and an envelope from Chicago, IL. 


CHICAGO PNEUMATIC TOOL COMPANY 
237 NORTH 12TH STREET 
PHILADELPHIA, PA. 
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- User _ Chicage Pneumatic Teel ef 
Cincinnati OH alse had an effice in Philadelphia PA. 


